NAFFCO 

PASSION TO PROTECT 



NAFFCO fzco 

NAFFCO FZCO is among the world's leading manufacturers and 
suppliers of top-tier firefighting equipment, fire protection systems, 
fire alarms, security and safety engineering systems worldwide. 
Since its humble beginnings, NAFFCO has grown from its 
headquarters in Dubai, UAE to expand to over 100 countries 
Worldwide. 

One Stop Shopping for All Your Fire Safety and 
Security Needs 



Today's companies recognize the importance and 
convenience of having multiple safety services available 
under one roof, a "one-stop shopping" source for all types 
of fire protection systems. As the undisputed leader in 
firefighting technology and fire safety solutions, NAFFCO 
has worked in both the private and government sectors, 
as well as manufacturing plants, hospitals, stadiums, 
malls and other organizational projects, delivering 
comprehensive fire safety and engineering solutions. 





A MESSAGE 
FROM THE CEO 

Passion to Protect is more than just a slogan, it's a way of life for 
NAFFCO. Keeping you safe and your property secure is our business. 
With a global network spanning over 100 countries, NAFFCO has 
been recognized as the unparalleled leader in fire safety. In 
recognition of our outstanding growth and commitment to quality, 
we have been ISO 9001:2008 certified and awarded the prestigious 
Mohammed Bin Rashid Al Maktoum business award for four years, 
in areas including manufacturing excellence and excellence in 
exports. 

NAFFCO has also been recognized by the Dubai Quality 
Appreciation Program in 2008, further cementing our status as 
a renowned leader in fire protection solutions. Our highly 
skilled engineering team is constantly designing, supplying, 
supervising and innovating areas of fire safety technology to 
overcome even the most complex business challenges. 



MADE IN 

U.A.E 




With your continued support and trust, NAFFCO is now 
poised to further grow its international network. To that 
end, we appreciate your business and your commitment 

to safety in the workplace and look forward to serving ^ n 9 Khalid Al Khatib 

you for decades to come. chief Executive Officer 

NAFFCO, GROUP 



VISION 



To be no.l provider of innovative solutions in protecting 
life & property. 



MISSION 

To empower customer to secure life, property and 
business by delivering high quality & innovative fire 
protection solutions and knowledge using world 
class manufacturing. 



VALUES 
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RESPECT FOR PEOPLE 
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TEAMWORK 
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LEADERSHIP 
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CUSTOMER FOCUS 
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PERFORMANCE 



QUALITY 



COMMUNITY 
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INNOVATION 



WHY 

NAFFCO 

> Complete Fire Protection Solution 

> Over 8500 Team Members 

> 450 Qualified Engineers 

> Over 4 million Sq/Ft. Manufacturing 
Facilities 

> 5 Facilities in MENA 

> One of the Top biggest 
manufacturing in the world 



PRESTIGIOUS 
PROJECTS U.A.E 

With an enduring passion for safety and quality, 
the company has built a reputation for protecting 
some of the most iconic and desirable properties 
in the UAE. 



PRESTIGIOUS 
WORLDWIDE 
PROJECTS 

NAFFCO is extending its expertise in developing fire 
fighting solutions internationally, and today, has a 
significant presence in several key global markets 
with established operations in over 100 Countries 
Worlwide. 



QUALTY 

MANAGEMENT SYSTEM 



NAFFCO assures world class quality for its product 
by regular inspections and testing with respect to 
various international standards. We have wide 
range of products which are tested and certified 
by globally renowned certifying bodies like BSI, 
FM, UL, Global Mark, LPCB, etc. 



QUALTY 

OF PRODUCTS 

NAFFCO has been consistently maintaining ISO 9001 
Quality Management System certified by UL, BV and 
LPCB. NAFFCO is certified for ISO 14001 
Environmental Management systems and BS OHSAS 
18001 for Occupational safety by UL DQS. NAFFCO's 
reputation for quality and reliability is globally 
acclaimed. 

Its innovative fire protection and fire fighting 
products are certified by international bodies like 
LPCB, BSI, SAI Global, UL and FM. 




FIRE FIGHTING 
EQUIPMENT 

NAFFCO's mission is to empower customers to secure 
life, property and business by delivering high quality & 
innovation fire protection solutions and knowledge 
using a world class manufacturing process through 
best engineering practice and expand it worldwide. 

> Fire Extinguishers 

> Hoses & Accessories 



> Reels & Cabinets 



> Valves & Risers 



> Fire Hydrants 



> CAFS 



FIRE PUMPS & 
CONTROLLERS 

NAFFCO's new range of UL listed and FM approved fire pumps 
provides you a reliable solution for your fire fighting pump needs 
by combining the stringent quality measures of UL, FM and NFPA 
standards with our proven experience in the fire protection 
field. We can offer you a complete package of service starting 
from engineering assistance to field start-up and periodic main- 
tenance. 

UL Listed / FM Approved 
Fire Pumps 

Basic Function 
Fire Pumps 

Engineering Packaged 
Fire Pump Sets 

Custom Designed 
> Special Features 
Fire Pump 



FIRE PROTECTION 
SYSTEM 



Water-based Sprinkler 
Systems 

Foam-based 
Extinguisher System 

Powder-based 
Extinguisher System 

Gas-based 
Extinguisher System 



> Kitchen Hood System 



EXTRA LOW 

VOLTAGE 

SYSTEMS 

Keeping thousands of indoor spaces safe and comfortable, 
NAFFCO has been awarded the responsibility for the ELV 
(Extra Low Voltage) system design and implementation for 
challenging and prestigious projects across the U.A.E and 
the MENA region. We offer our specialized services to the 
different sectors of the real estate markets to include: 
Airports, Hospitals, Malls, Education, Residential Commu- 
nities, Convention halls, Multipurpose Complexes and 
much more. 



> Automation 

> Safety 

> Security 
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PASSIVE FIRE 

Taking into consideration the increasing market demand for 
several products and services, NAFFCO expands its venture 
in the passive fire protection and security systems. Some of 
the recent expansions include the launching of new 
manufacturing divisions for fire-rated doors and HDPE 
pipes and fittings. 

Fire Doors 



Fire Retardant Paint 



Fire Wall 



Curtains 



Access Panels 



R25075 




TRUCKS & 
VEHICLES 



> Firefighting Vehicles 




TRUCKS & 
VEHICLES 



Security Vehicles 

• Anti-Riot Vehicle 

• Border Control Vehicle 

• Cash-In-Transit Vehicle 

• Command Vehicle 




TRUCKS & 
VEHICLES 

Medical Vehicles 

• Ambulances 

• Mobile Medical Solutions 

• Mass Casualty Unit 

• Disaster Unit 



ENGINEERING 

NAFFCO is well known for its strong engineering team that 
ensures that their innovative designs are based on the 
standards of the National Fire Protection Association 
(NFPA). It also has an equally competent and dedicated 
maintenance team that provides a 24/7 service to 
ensure the efficiency of the fire protection systems for 
its clients. NAFFCO offers annual and semi-annual 
maintenance contracts. Moreover, we also provide 
after-sales service, spare parts and training. 



AFTER SALES 



NAFFCO understands that success is measured by the level 
of customer's satisfaction. Our expert after sales team is 
always ready to provide appropriate services through: 

> Technical Guidance 

> Testing & commissioning 



> 



Civil Defense & local 
authority inspections 



Rectification and trouble 
> shooting of under 
warrantee equipment 

Demonstration & training 
for fire protection 
equipment 
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TRAINING 



NAFFCO Training System was created to meet the demanding 
training needs for our clients. The program will be able to 
clarify life safety professionals on a variety of courses availa- 
ble in English & Arabic. 



NFPA Codes Training 
Courses 

Fire Fighting Training 
Courses 

Medical, First Aid / 
CPR & Basic EMT 

Industrial HSE 
Training Courses 



ACHIEVEMENT 
& AWARDS 

In recognition to the success of its business growth, 
NAFFCO has been awarded with the prestigious 
Mohammed Bin Rashid AIMaktoum Business Award for 
excellence in exports in 2005 and for excellence in manu- 
facturing in 2006, 2010 & 2013. Furthermore, NAFFCO 
received the Dubai Quality Appreciation in 2008 which 
bears witness to its constant focus towards business 
excellence and the quality of services it provides. 
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THE MOHAMMED BIN RASHID AL 
MAKTOUM BUSINESS AWARDS 



ACHIEVEMENT 
& AWARDS 




NAFFCO 

PASSION TO PROTECT 



